ST-6 2GR-FE STARTING — SMART ACCESS SYSTEM WITH PUSH-BUTTON START 


PARTS LOCATION 


PARK / NEUTRAL 
POSITION SWITCH 


- 1G2 FUSE - ECU-B NO. 1 FUSE 
-IG2 RELAY = - ST CUT RELAY 
- ST RELAY 


ELECTRICAL KEY OSCILLATOR 
(CONSOLE) 


ELECTRICAL KEY OSCILLATOR = DOOR CONTROL 
(REAR SEAT) RECEIVER 


B138046E01 


2GR-FE STARTING — SMART ACCESS SYSTEM WITH PUSH-BUTTON START ST-7 


ENGINE SWITCH 


INDICATOR 


STOP LIGHT SWITCH S) 
START 
STOP 


COMBINATION METER 


ID CODE BOX 


CERTIFICATION ECU 


MAIN BODY ECU } 


(INSTRUMENT PANEL J/B) 


SHIFT LOCK CONTROL ECU 
- 1G1 RELAY 


- ACC RELAY 

- ECU-ACC FUSE 

- ECU IG NO. 1 FUSE 
- DOOR NO. 2 FUSE 


STEERING LOCK ECU 


H B138047E01 


